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SUBJECT: JAPANESE FREQUENCY SPECTRUM ANALYZER TO CHINA - 
IL 1533 

REF: COCOM DOC (75) 1519 

1. URGENCY PROCEDURE. TAKEDA RIKEN MODEL 41 10M 
FREQUENCY SPECTRUM ANALYZER, VALUE $5,282. 

2. EQUIPMENT CONSISTS OF MODEL TR-41 10 TRACKING SCOPE 
MAINFRAME; TR-41 13 RF SECTION; TR 4151 TRACKING 
GENERATOR; TR 4162 FREQUENCY INDICATOR; CRT DISPLAY; 

AND TR-1612 ADAPTOR. 

3. END-USER ELECTRICAL LABORATORY, QINGHUA UNIVERSITY, 
PEKING, FOR LABORATORY PURPOSES. 

4. URGENCY PROCEDURE INVOKED ON SAME GROUNDS AS IN 
COCOM DOC. (75) 1478. BROCHURES BEING POUCHED JULY 31. 

5. ACTION REQUESTED: INSTRUCTIONS BY AUGUST 5. 
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